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THIS IS UNEVALUATED INFORMATION 



1« There was mi oil ■ ield near Tablonka, about 90 km upstream from Kuibyshev (53°12U/ 
ii9 o 20 ? £), on the right (western) bank of the Volga fiver* the field was L to 5 
Icr. wide and extended 2 to 3 to to the north* The first drilli.nrs were made in 
1935? and the field had about 15 .Trodden derricks by the end of the war* Jjy April 
19k? about 30 drillin v . derricks, moot of then 'v; codon, had been established* There 
■were also bone Laodern steel producing derricks* :: About I|.0 wells with pumping 
installations ware in operation* In addition, 10 to 20 self ~fl owing wells were 
brought in periodically. The oil strata were in severs! layers. Gushers occurred 
even at depths less than 50 meters. Otherwise, . drilling .depths varied considerably 
ond were as much as 1,300 meters* The oil field was very productive* ■ Additional 
drillings were sunk continuously in the period just preceding April 1919., 



2* The trolls were connected by branch lines with a number of tanks* There were only 
six large tanks at the end of the war. Tine to ten. additional oil tanks were 
constructed in 1916, and lit more in 19147 / 19^0 o Ihe old tanks were 0 to 10 
meters both in height and in diameter, the net; ones 20 to 2> rasters in diameter 
and 10 zo 15 meters in height 0 ^he average tank had a capacity of 6,000 tons. 

A 'twin pipe line led from the tank installations to the landing places and filling 
stations at, the riverside* Additional pipelines were under construction in 19a9c 

3* -or its OYjn requirements* the field had a large oil-filtering installation with a 
small gasoline separator. Also on the field were a large pumping station with 
various intermediary punping stations and distributor stations, and a small power 
station with four generators, two of which urere in operation at a time* There 
were two old boiler houses at the end of the war and two others were built later. 
In addition, the field had a machine house and various workshops* At the end of 
19a3 and early in 1 9h9 a large new power plant was under construction at the 
western edge of the field* it was scheduled to be connected by a pipe lino with 
the drilling sites, the oil-filtering plant and the tanks. The power plant was 
operated with oil-fue^ Diesel turbines* It allegedly was to supply the entire 
area. 


«d a. road con oction, but no spur trades. avcx-a;;e of three 
..patched during daytime. i’Ue daily outgoing shipments were 


The o.*l. field had & road con .oction, c 
tankers were dispaicheu during uaytiiae 
estimated at about 1>,000 tie trie tons. 











